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Contract Bo. HF-6524 
Amendment So. 2 


General Precision laboratory. Incorporated 
63 Bedford Road 
FLeasantville, Sew York 

Gentlesaea: 


Reference Is made to Contract So. HP-6524 effective for the period 
1? March 1957 through 30 June 1957- 

The parties hereto agree to amend the contract as follows: 

1. The effective date of this oontract shall be ”16 March 
1957 n instead of "17 March 1957". 

2. Sh e aseunt al located for this contract ah&ii be 

instead of 25X1 Ala 

3. The services of "three (3)" technical representatives 
instead of "two (2)” shall be famished for the period June 25 
throu^i June 30, 1957. 

25 ) 0^3 

TheOjflaev^ttsulte In & net increase of a final contract 

price offlHHHi All other terms and conditions remain unchanged. 

Hease indicate in the space provided below your acceptance of 
this Amendment Ho. 2. The original and one copy of this amendment 


are to be returned to the undersigned, 
retained for your files. 


ACKNOWLEDGED AND ACCEPTED 
TEIS 2 3 f$f October ^ 195Q 

P. 


The remaining copy is to be 
Very truly yours. 





25X1 A9a| 


Contracting Officer 


Title Manager, Government Contracts 


25X1 A5a2 
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